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Abstract 

Background: Dementia is a new focus of research on improved treatment for Parkinson's dis- 
ease (PD). In 2007, a screening tool for PD dementia (PD-D) was developed by the Movement 
Disorder Society (Level I testing), which still requires verification by a large population study. 
Methods: We conducted a cross-sectional and multicenter study including 13 institutions ad- 
ministering the Mini-Mental State Examination (MMSE) and Montreal Cognitive Assessment 
(MoCA) to 304 PD patients (mean age: 70.6 ± 8.3 years; mean Hoehn and Yahr stage: 2.7 ± 
0.7). Results: In all, 34.5% of the patients had MMSE scores <26; 94.3% of these patients had 
impairments in >2 cognitive domains and met the criteria for probable PD-D by Level I test- 
ing. Executive dysfunction combined with attention and memory impairment was most com- 
mon (51.4%). In the Level I subtests of executive function, the score for phonemic fluency 
declined by <50% in patients with high MoCA scores (24-30 points) and lacked specificity for 
PD-D. No patient had visuospatial impairment (measured by the pentagon copying subtest) 
alone, and the score for pentagon copying stayed at >70% even in patients with low MMSE 
scores (12-25 points), therefore lacking sensitivity for PD-D. Conclusions: Level I testing with 
administration of the MMSE and MoCA is a practical and efficient screening tool for PD-D. 
However, the phonemic fluency and pentagon copying tests should be replaced by more spe- 
cific/sensitive ones when screening for PD-D. © 2014 s. Karger ag, Basel 
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Introduction 

Nondopaminergic and nonmotor symptoms of Parkinson's disease (PD), which include 
psychiatric, autonomic, and gastrointestinal symptoms, are sometimes present before a diag- 
nosis of PD and almost inevitably emerge with the disease progression [1]. In contrast to 
motor symptoms of PD, nonmotor symptoms have been poorly recognized and inadequately 
treated. However, methods for recognizing and quantifying the nonmotor symptoms of PD 
have become a new focus of research that will form the basis for improved treatments [1]. 

Among the nonmotor symptoms, cognitive impairment is of utmost interest. In PD 
patients, cognitive impairment adversely influences their activities of daily living and quality 
of life [2] and worsens caregiver burden [3]. A community-based study found that within a 
group of patients with a diagnosis of PD of at least 20 years, 83% had experienced dementia, 
and a similar number of patients had experienced frequent falls (87%), moderate dysarthria 
(81%), visual hallucinations (74%), or urinary incontinence (71%) [4]. In PD dementia 
(PD-D) patients, a-synuclein pathology can be widespread in the cerebral cortex [5]. In 
addition, there is less acetylcholinesterase activity in the cerebral cortex of PD-D patients 
than of Alzheimer's disease patients [6]. Moreover, clinical studies have reported on the 
effectiveness of cholinesterase inhibitors for treating cognitive impairment in PD-D patients 
[7-9]. 

The prevalence of cognitive dysfunction among PD patients has led to the recognition 
that a diagnostic criterion is needed for PD-D. As a result, the Movement Disorder Society 
Task Force published diagnostic criteria for PD-D in 2007 [10] and simultaneously proposed 
a practical diagnostic procedure for PD-D with the aim of its widespread international appli- 
cation [11]. The diagnostic procedure comprises Level I and Level II testing. Level I testing 
includes a simple and short algorithm based on current cognitive tools that can be used in an 
office or at the bedside. It is considered a screening tool for diagnosing PD-D, whereas Level 
II testing provides a more detailed assessment that characterizes the components of PD-D 
and monitors the elements that may be responsive to intervention. 

Level I testing was designed as a screening tool for use in the clinic and in clinical trials. 
Although it has been used in practice [12], no study has yet verified its validity or utility in a 
large sample of PD patients. In this study, we used Level I testing on 304 PD patients with the 
objective of determining which patients would be diagnosed with PD-D and what impair- 
ments would be diagnosed among the 4 cognitive domains tested. 



Subjects and Methods 

Subjects 

The subjects included in our study were Japanese patients with idiopathic PD who were 
clinically diagnosed and treated by board-certified neurologists at 1 of the 13 participating 
institutions between July and September 2011. A diagnosis of PD was made according to the 
UK Parkinson's Disease Society Brain Bank criteria [12] as well as a differential diagnosis. The 
study design and protocol were approved by the ethics committees for human research of the 
Keio University School of Medicine and all the participating institutions. All subjects agreed 
to participate in this study and provided their informed consent. 

Assessments of Clinical and Neurological Features 

This was a cross-sectional study which examined the clinical and neurological features 
of these PD patients, including sex, age at the assessment, education, disease duration, and 
the Hoehn and Yahr (H&Y) stage. All patients were examined in the 'on' state with respect to 
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Table 1. Algorithm for diagnosing PD-D at Level I (Level I testing) [11] 



1 A diagnosis of PD based on the UK Parkinson's Disease Society Brain Bank criteria [12] 

2 PD developed prior to the onset of dementia 

3 An MMSE [23] score <26 

4 Cognitive deficits severe enough to affect daily living (caregiver interview or Pill Questionnaire) 

5 Impairment in >2 of the following tests: 

- Months reversed or seven backward (attention) 1 

- Lexical fluency or clock drawing (executive function) 1 

- MMSE pentagons (visuospatial function) 1 

- Three-word recall (memory) 1 

For a diagnosis of probable PD-D, all the criteria in this table must be fulfilled. The presence of apathy, 
depressed mood, delusions, or excessive daytime sleepiness may support the diagnosis of probable PD-D. 
The presence of major depression, delirium, or any other abnormality that may by itself cause significant 
cognitive impairment makes the diagnosis uncertain. 

1 Relevant cognitive domain. 



dopaminergic medication. Their cognitive function was evaluated with the Japanese versions 
of the Mini-Mental State Examination (MMSE) [13] and Montreal Cognitive Assessment 
(MoCA) [14]. The MMSE consists of 10 subtests scored to a total of 30 points: pentagon 
copying (1 point), serial 7 subtraction (5 points), immediate (3 points) and delayed 3-word 
recall (3 points), naming (2 points), repeating a sentence (1 point), 3-stage commands (3 
point), reading a sentence (1 point), writing a sentence (1 point), and orientation to time and 
place (10 points). The MoCA consists of 12 subtests also scored to a total of 30 points: cube 
copying (1 point), clock drawing (3 points), trail making (1 point), phonemic fluency (1 point), 
verbal abstraction (2 points), digit span (2 points), serial 7 subtraction (3 points), target 
tapping (1 point), delayed 5-word recall (5 points), naming (3 points), repeating 2 sentences 
(2 points), and orientation to time and place (6 points). 

Algorithm for Level I Testing 

We used the algorithm for Level I testing to examine the present patient population 
(table 1) [11]. In this algorithm, the diagnosis of PD-D is based on the following 5 criteria: (1) 
diagnosis of PD, (2) PD developed prior to the onset of dementia, (3) a decreased global 
cognitive efficiency, (4) a cognitive deficiency that impairs daily life, and (5) impairment in 
>1 cognitive domain. 

In this study, however, we did not investigate whether cognitive deficits were severe 
enough to affect daily living (item 4, typically assessed with a caregiver interview or the Pill 
Questionnaire). For item 5, the results of the following subtests of the MoCA and MMSE were 
used: serial 7 subtraction ('seven backward' in table 1), phonemic fluency ('lexical fluency'), 
and clock drawing from the MoCA, and pentagon copying ('MMSE pentagons') and delayed 
3-word recall from the MMSE. Their relevant cognitive domains were designated as 'attention' 
for serial 7 subtraction, 'executive function' for phonemic fluency and clock drawing, 'visuo- 
spatial function' for pentagon copying, and 'memory' for delayed 3-word recall (table 1) [11]. 

In the months reversed test, the patient must name the months in reverse order. However, 
Japanese months are named by number, which is different from their naming in English; thus, 
the months reversed test was excluded from this study. According to the Level I testing proce- 
dures [11], test results that indicated impairment were: >2 incorrect responses on the seven 
backward test, a score of <9 words in the lexical fluency test, an inability to correctly draw 
the clock face or clock hands pointing to the correct time in the clock drawing test, an inability 
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Table 2. Comparison of clinical/neurological features between 3 groups based on their MoCA score 





Low score 


Middle score 


High score 




(n = 98) 


(n = 98) 


(n= 108) 


Age, years 


74.3±6.6 


72.0 + 7.7 


66.0+8.1 


Education, years 


11.4±3.2 


12.3±2.7 


13.2±2.3 


Disease duration, years 


6.7±5.1 


7.0±5.9 


6.1+4.3 


H&Y stage 


3.0±0.8 


2.7±0.7 


2.5±0.6 



Data are means ± SD. Low score = 5-18; middle score = 19-23; high score = 24-30. 



Table 3. Comparison of clinical/neurological features between 3 groups based on their MMSE score 





Low score 


Middle score 


High score 




(n = 105) 


(n = 93) 


(n = 106) 


Age, years 


73.9+7.1 


71.0±7.4 


67.1 + 8.7 


Education, years 


11.6±3.2 


12.3±2.7 


13.2±2.3 


Disease duration, years 


6.5±5.0 


7.5±5.8 


5.8±4.5 


H&Y stage 


2.9±0.8 


2.7±0.7 


2.6±0.6 



Data are means ± SD. Low score = 12-25; middle score = 26-28; high score = 29-30. 



to correctly draw 2 pentagons that overlap in the pentagon copying test, and > 1 word missing 
in the 3-word recall test. 

Statistical Analysis 

The JMP® software version 8.0 (SAS Institute, Tokyo, Japan) was used for all statistical 
analyses. The level of statistical significance was defined as p < 0.05. A one-way ANOVA and 
the Tukey-Kramer HSD test were used to examine differences among groups. 



Results 

Subject Demographics 

A detailed description of the demographics of the 304 PD patients included in our study 
has been reported elsewhere [15]. Briefly, the subjects were 166 men and 138 women with 
a mean age ± SD of 70.6 ± 8.3 (range: 42-90) years; their education lasted 12.5 ± 2.6 (range: 
1-20) years, the disease duration was 6.6 ± 5.1 (range: 0.2-30.1) years, and their H&Y stage 
was 2.7 ± 0.7 (range: 1-5). 

Differences among the MoCA and MMSE Tests 

The subjects were grouped into tertiles according to their total MoCA score (table 2). 
Similarly, the subjects were grouped into tertiles according to their total MMSE score (table 3). 
The scores for the 12 MoCA subtests are presented by group in figure la. The single subtest 
scores decreased significantly as the total MoCA scores decreased from the high-MoCA-score 
group to the middle- and low-MoCA-score groups (p < 0.05). Exceptionally, the decreases in 
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Fig. 1. Scores for the 12 subtests of the MoCA (a) and the 10 subtests of the MMSE (b) in tertile groups of PD 
patients (n = 304) according to their total MoCA or MMSE scores. Scores are shown as mean percentages ± 
SD of each full point. Lower panel: cognitive domains relevant to each test [17, 23]. The subtest scores de- 
creased significantly as the total MoCA score decreased from the high-MoCA-score group to the middle- and 
low-MoCA-score groups (p < 0.05), except for the columns marked 'NS' (not significant). 



scores for the naming, target tapping, and orientation tests from the high- to the middle- 
MoCA-score group were not significantly different. Therefore, the decline in the total MoCA 
score mirrors a decline in the scores for almost all the subtests. 

The differences between the 12 MoCA subtests are presented in figure 2a. Naming and 
orientation were preserved (>80%) even in the low-MoCA-score group. In contrast, sentence 
repeating, phonemic fluency, and delayed recall scores decreased remarkably (<70%) even 
in the high-MoCA-score group. Trail making was preserved in the high-MoCA-score group but 
decreased steeply in the middle- and low-MoCA-score groups. 

The scores for the 10 MMSE subtests are presented by group in figure lb. For most of the 
subtests (7 of 10), the scores failed to show a significant decrease from the high- to the middle- 
MMSE-score group, and the scores for the naming subtest failed to decrease even in the low- 
MMSE-score group. All domains were preserved (>90%) in the high-MMSE-score group, indi- 
cating that no MMSE subtest was significative for these PD patients (fig. 2b). This finding is 
quite different from those obtained for the MoCA. A significant decrease was observed only 
for the serial 7 subtraction and delayed recall subtests in the low-MMSE-score group (<50%, 
p < 0.05). 

We observed differences between the MoCA and MMSE subtests that measured similar 
abilities. For example, the MoCA includes a 5-word delayed recall test, whereas the MMSE 
provides a 3-word delayed recall test; 5-word recall according to the MoCA was <70% even 
in the high-MoCA-score group, whereas 3-word recall according to the MMSE was relatively 
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Fig. 2. Scores for the 12 subtests of the MoCA (a) and the 10 subtests of the MMSE (b) in tertile groups of PD 
patients (n = 304) according to their total MoCA or MMSE scores. Scores are shown as mean percentages of 
each full point. Lower panel: cognitive domains relevantto each test [17, 23]. * Test quoted in Level I testing 
for PD-D [11]. # Test score which was <70% only in the low-score group but not in the high- or middle-score 
groups. 



preserved (fig. 1, 2). In addition, the MoCA includes a subtest in which 2 sentences are 
repeated, whereas the MMSE includes a subtest in which 1 sentence is repeated. Furthermore, 
the length and complexity of the sentences are greater in the MoCA. The repeating 2 sentences 
subtest of the MoCA showed a score <70% in the high-MoCA-score group, but the score for 
the repeating a sentence subtest of the MMSE was preserved even in the low-MMSE-score 
group. 

Application of Diagnostic Criteria for PD-D Screening (Level I Testing) 
Items 1 (diagnosis of PD) and 2 (dementia preceding PD) in Level I testing (table 1) were 
applicable to the subjects participating in this study [11]. For item 3 (decreased global 
cognitive efficiency), 105 subjects (34.5%) showed an MMSE score <26. With respect to item 
5 (dysfunction in >1 cognitive domain), we observed that 53 subjects (17.4%) showed no 
impairment in any cognitive domain, whereas the remaining subjects showed impairments 
in 1 (n = 74; 24.3%), 2 (n = 87; 28.6%), 3 (n = 74; 24.3%), or 4 (n = 16; 5.3%) cognitive 
domains. Therefore, 177 subjects (58.2%) showed impairments in >2 cognitive domains. 
Among these 177 subjects, 99 also had MMSE scores <26 (32.6% of all subjects; 94.3% of 
the total group with MMSE scores <26) and therefore met the diagnostic criteria for PD-D 
[11]. Only 6 subjects (5.7% of 105 subjects) with MMSE scores <26 did not meet the diag- 
nostic criteria for PD-D, because they had only 1 impaired cognitive domain. Of the 105 
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Fig. 3. Numbers of PD patients 
with 0-4 impaired cognitive do- 
mains according to Level I testing 
for PD-D (n = 304) [11]. Data are 
shown for 2 groups according to 
their total MMSE scores (cutoff: 
26 points). 
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subjects with MMSE scores <26, most showed impairments in 3 cognitive domains (n = 62; 
59.0%). 

Figure 3 shows the number of subjects with MMSE scores <26 or >26, along with the 
number of impaired domains. No subject with an MMSE score <26 was without impairment 
in any domain. Among the subjects with MMSE scores >26 (n = 199), we observed 1 (n = 68; 
34.2%), 2 (n = 65; 32.7%), 3 (n = 12; 6.0%), and 4 (n = 1; 0.5%) impaired domains; 53 (26.6%) 
had no impairment in any cognitive domain. 

Figure 4 shows the proportions of subjects with MMSE scores <26 or >26, along with the 
number of impaired domains. Subjects with MMSE scores >26 accounted for the majority of 
subjects with < 1 impaired domain, and they accounted for 74.7% of subjects with 2 impaired 
domains. In contrast, subjects with MMSE scores <26 accounted for the majority of subjects 
with 3 or 4 impaired domains. This finding was as expected because patients with lower 
MMSE scores should have an increased likelihood of being affected in more cognitive domains. 

Figure 5a shows the numbers of subjects with impairments for each of the 4 cognitive 
domains. The most common impairment was executive dysfunction (224 subjects; 73.7%), 
followed by memory (n = 161; 53.0%) and attention (n = 119; 39.1%) impairments. Visuo- 
spatial functional impairments were the least common and were apparent in only 30 subjects 
(9.9%). Of the 224 subjects who showed executive dysfunction, most exhibited impairment 
in lexical fluency (180 subjects; 80.4%) or clock drawing (n = 133; 59.4%), whereas 89 
subjects (39.7%) displayed impairments in both (fig. 5b). 

Figure 6 shows the combinations of impaired cognitive domains observed. The most 
common combinations in the group with MMSE scores >26 were executive dysfunction 
alone (49 subjects; 24.6%) and executive dysfunction with memory impairment (n = 47; 
23.6%), followed by executive dysfunction with attention impairment (n = 16; 9.5%) and 
memory impairment alone (n = 15; 7.5%). The most common combination of impaired 
cognitive domains in the group with MMSE scores <26 was executive dysfunction with both 
memory and attention impairments (n = 54; 51.4%), followed by impairments in all 4 
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Fig. 4. Percentages of PD patients 
with 0-4 impaired cognitive do- 
mains according to Level I testing 
for PD-D (n = 304) [11]. Data are 
shown for 2 groups according to 
their total MMSE scores (cutoff: 
26 points). 



Fig. 5. a Numbers of PD patients 
with impairments according to 
Level I testing for PD-D (n = 304) 
[11], listed for each cognitive do- 
main, b Total number of PD pa- 
tients with executive dysfunction, 
as well as the number of patients 
with impairments in clock draw- 
ing or phonemic fluency or both. 
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Fig. 6. Numbers of PD patients 
with different combinations of 
impaired cognitive domains ac- 
cording to Level I testing for PD-D 
(n= 304) [11]. E = Executive func- 
tion; M = memory; A = attention; 
V = visuospatial function. 
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domains (n = 15; 14.3%). Interestingly, visuospatial impairment was always accompanied 
by executive dysfunction; however, visuospatial impairment alone, or in combination with 
attention, memory, or both attention and memory impairments, did not occur in any of the 
subjects. 

Possible Alternatives to Level I Testing 

For the purpose of screening PD patients for dementia, it is necessary to use a test in 
which achievement does not decline in PD patients who have normal global cognitive effi- 
ciency (as measured by the total MMSE or MoCA score) but declines in those patients with 
impaired global cognitive efficiency indicative of dementia. With regard to the hypothesis 
that an appropriate test is one in which the high- and middle-total-score groups by the MMSE 
or the MoCA maintain a score >70% while the low-total-score group scores <70%, the copy 
cube, draw clock, verbal abstraction, digit span, target tapping, and serial 7 subtraction tests 
of the MoCA (marked # in fig. 2a) and the serial 7 subtraction and 3-word delayed recall tests 
of the MMSE (marked # in fig. 2b) are considered appropriate. In Level I testing, this includes 
the clock drawing, serial 7 subtraction, and delayed 3-word recall subtests, but not the 
phonemic fluency or pentagon copying subtests. 

As regards evaluating executive function, scores for the phonemic fluency test declined 
markedly to approximately 50% in the high-MoCA-score group, whose scores (24-30) were 
consistent with PD without dementia [16]. This suggests that it may lack specificity for 
dementia screening. The other subtest that evaluates executive function in Level I testing is 
the clock drawing test. Scores for this test declined to <70% only in the low-MoCA-score 
group. This suggests the clock drawing test may be more appropriate than the phonemic 
fluency test for screening for a decline in executive function in PD-D. 

On the other hand, when evaluating visuospatial function, scores for the pentagon copying 
test stayed at >70% even in the low-MMSE-score group, whose scores (12-25) were below 
the 26-point cutoff for PD-D [11]. This suggests that it may lack sensitivity for dementia when 
screening PD patients. No alternative to the pentagon copying test is given in Level I testing. 
The authors of the original MoCA test indicated that the cube copying and clock drawing tests 
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are concerned with visuospatial function [17], but in Level I testing, the clock drawing test is 
used for executive function. For the cube copying test, the authors stated that 'if any of the 
following criteria are not met, the abnormal result was assigned: (1) drawing must be 3 
dimensional, (2) all lines are drawn, (3) no line is added, (4) lines are relatively parallel and 
their length is similar' [17]. Applied to the 304 subjects in the present study, 101 were clas- 
sified as abnormal according to the cube copying test, including 43 subjects in the group with 
MMSE scores >26 and 58 subjects in the group with MMSE scores <26. These are far more 
than the 30 subjects with abnormal results for the pentagon copying test, and almost as many 
as the 119 subjects who were categorized as abnormal in attention by the serial 7 subtraction 
test. 



Discussion 

Some previous studies have examined the screening properties of Level I testing for PD-D 
[11]. Martinez-Martin et al. [18] have demonstrated that Level I testing is more sensitive for 
the detection of PD-D, detecting up to 22% more cases than the DSM-IV. Di Battista et al. [19] 
validated Level I testing in comparison with the DSM-IV criteria for PD-D and revealed its 
relatively lower sensitivity (78%) but high specificity (95.5%) with a 12% prevalence of PD-D 
in 76 PD patients. The authors raised their doubts about the sensitivity of an MMSE cutoff 
value of 26, stating this to be the main cause of false negatives, and also pointed out that more 
sensitive cognitive domain-related psychometric tests would maximize the screening 
property of Level I testing. Barton et al. [20] compared Level I testing with full neuropsycho- 
logical testing for detecting PD-D in 91 PD patients and found that 7.7% of the subjects met 
the Level I testing criteria, while 16.5% of the subjects were classified as PD-D by full neuro- 
psychological testing. They revealed that Level I testing showed 100% specificity but only 
46.7% sensitivity for diagnosing PD-D compared with the full neuropsychological assessment. 
They showed that the low sensitivity is largely due to the total MMSE cutoff values for 
decreased global cognitive efficiency and the 15-item Geriatric Depression Scale score for 
excluding depression. 

We found that 34.5% of all PD patients examined in the present study had MMSE scores 
<26. Most of these patients (94.3%) were impaired in >2 cognitive domains and therefore 
were cases of probable PD-D. These patients accounted for 32.6% of the total number of PD 
patients. Many of these patients (59%) showed impairment in 3 cognitive domains, and 
patients rarely showed impairment in a single cognitive domain. At least 1 of these 4 cognitive 
domains was always impaired in PD patients with MMSE scores <26. Even among PD patients 
with MMSE scores > 26, many had impairments in 1 or 2 cognitive domains, and the proportion 
of those with no impairment in any cognitive domain was 26.6%. Subjects with MMSE scores 
>26 accounted for 75% of PD patients who had impairments in 2 cognitive domains, which 
was far more than in the group with MMSE scores <26. 

Among the cognitive domains, executive function, which was tested by the phonemic 
fluency and clock drawing subtests, was most frequently impaired; visuospatial function, 
which was tested by the pentagon copying test, was least frequently impaired. No patient 
showed visuospatial impairment alone, and an impaired visuospatial function was always 
accompanied by executive dysfunction. Among the subjects in the group with MMSE scores 
>26, the most common combinations were executive dysfunction alone or executive 
dysfunction with memory impairment, each of which accounted for approximately 25% of 
these subjects. Among the subjects in the group with MMSE scores <26, the combination of 
executive dysfunction with both attention and memory impairment was most frequent, 
accounting for approximately 50% of these subjects. 
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The inclusion of impairments in >2 cognitive domains as an item in Level I testing stems 
from the conventional thinking behind the diagnostic criteria for dementia resulting from 
research on Alzheimer's disease [21]. Level I testing includes 4 cognitive domains that may 
often be impaired in PD patients. We showed that for the MMSE and MoCA subtests, some test 
results were abnormal even among PD patients with MMSE scores >26. This suggests that for 
dementia screening tools such as Level I testing, it may be appropriate to use tests in which 
abnormalities are rare in patients with MMSE scores >26 but tend to be common in those 
scoring <26. Thus, once tests that tend to yield abnormal scores even for PD patients with 
MMSE scores >26 are included in a screening tool, its sensitivity for PD-D diagnosis will 
increase, even if its specificity will decrease. 

A total of 32.6% of the PD patients had MMSE scores <26 and impairments in >2 
cognitive domains, and may therefore have met the diagnostic criteria for probable PD-D by 
Level I testing [11]. This point prevalence of PD-D in PD is similar to the mean value of 31.1% 
(95% CI: 20.1-42.1) reported in a systematic and critical review of previous studies [22], 
thus indicating the validity of Level I testing. The fact that >1 of the 5 tests concerning the 
4 cognitive domains included in these diagnostic tests showed abnormal scores for the 
group of patients with MMSE scores <26 indicates the validity of these tests as a whole for 
PD-D screening. However, the results of this study show that the MoCA clock drawing 
subtest might be more appropriate than the phonemic fluency test for revealing executive 
dysfunction when screening for PD-D. The frequency of abnormal results for the MMSE 
pentagon copying subtest was <10%, and thus was markedly lower than for the other tests. 
This is inconsistent with previous reports [10] which found that visuospatial function tends 
to be impaired in PD-D, and it may be necessary to replace this test with another that also 
examines visuospatial function. Our study suggests the MoCA cube copying test may be one 
candidate. 

There are various limitations to our study. Item 4 (activities of daily living) in Level I 
testing was not evaluated and no extensive neuropsychological assessment was done, 
because of which dementia was not accurately diagnosed for each subject. Therefore, this 
study could not address the validity, sensitivity, or specificity of Level I testing regarding 
clinically diagnosed PD-D. The months reversed test was not used as there was no Japanese 
equivalent to this English subtest in Level I testing; therefore, we could not examine its 
validity. 



Conclusions 



By using the MMSE and MoCA, Level I testing for PD-D can evaluate both decreased 
global cognitive efficiency and impairments in cognitive domains that are vulnerable in 
PD-D. Level I testing is therefore regarded as a practical and useful tool for screening 
dementia in PD patients. A total of 32.6% of the PD patients met the diagnostic criteria for 
probable PD-D. Among the subjects with MMSE scores <26, the combination of impaired 
attention, executive dysfunction, and memory impairment was the most common (51.4%). 
The months reversed test cannot be used in Japanese as a test for attention owing to 
linguistic nonequivalence. The MoCA clock drawing test may be more appropriate than the 
phonemic fluency test as a measure of executive function. Perhaps consideration should be 
given to replacing the MMSE pentagon copying test with a different test of visuospatial 
function, such as the MoCA cube copying test, to improve sensitivity when screening for 
PD-D. 
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